BZT - ETS CERTIFICATION GM8H 
(BENANNTE oe EK ng FÜR THEKOMMUNIKATION) 


| Delichon r tach dur ишш und yeu NEN vnm Derenber w, 1097 

| als Benannte „жстс Deutschland, verraten dureh di 

| тар кшн ыс the асоро and кыыл Giaa a и ГРА 
Notified Body for rhe Fadaral Rogue ef Germany, repreaented by 


ReogulieyongabehArda für 
Telekemmunikatien und Fost 


DEUTSCHE BAUMUSTERPRÜFBESCHEINIGUNG 
GERMAN TYPE-EXAMINATION CERTIFICATE 


Registriétnummer; G000447L. 

Registration No.: 

Bescheinipmgsinhaber. J Communications Cos 

Cortificam Holder: #715 Yuchan Feetopla, 196. Azysag 7-Dang, Мапы-Кп, Anyaug-City, 
430-017 Kyungki-Do, Kores 


Produkthezelohnung: JDL-469H 
Product Deglanation: 


Produktbesohreibung: — 2-wmy portable handhald radio 
Product Description: 


Produktherateller: J Commmmications Co., Ltd. 

Product Машо: #715 Yuchm Factopia, 196, Anyang 7-Dong, Manan-K.u, Anyang-City, 
430-017 Kyungki-Do, Kores 

Vorachrift; ВАРТ 222 ZV 125 (11/96) auf der Grondlage der angewnndien 

Specification: technischen Varseltift EN 300 220-1 (11/97) 

Prüfergcbnia: Das geprüfte Banwiuster let konformi zu der genansten Prifvorschrift. 

Sxamination Remit: The cxemiped typo la Шш exnfornvty with the above-mentioned teet sperification, 


Diese Bascheinigang ist erstellt in Übatsirutimemung roit dex Tehi Sertancalaseenpeverorninimg vom 20. August 1097 wad gilt nur 
in Varbindang mit dos nachin gendan - 2 - Алене. 


Thie сагі сай» ia как in $Meerdance with the Tclecdemmunioations Typa Approval Ordinansa of August 20th, 1997 and ie only velid ip 
conjunction with the faolining - 2 = annexes, 


Aa 
A y Fj Raioneswakio, 04. Novena 1999 
Or Aunsihngsdatao —— — 


кын Pave, Pato of lana 


Anlage 2 our Rinnmmusierprüfhescheinigung Annee 2 of the Туро Faünination Certificate 
Nr, GORAI vom 04.11.1999 No. 00004471, Date; 04.11.1999 
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Technische Dokumentation 
Technical documentation 


gemaü 
according to 


Telekommunikationszulassungsverordnung 1997 
(Telecammunications Type Approval Ordinance) 
(ТЕТУ 1997) 


als weacmliche Bestandteile der technischen Dokumentation gelten: 
(edat A] compenents of teckmical documentation) 


Prüfbericht(c): 
{teat report(a)) 
vom 04.1 1.99 


sowle 


User manual 
"Technical Documentation 


emschliefilicl/mchnding: 


Terminal equipment described in the EC- Typo Exenlnation includes the following dealgnations: 
Type designation: Sporty Space 


Det Hersteller агі die Gangleichholt der oben genannten Modelle mit dem geprilften Baumuster. 
(The mannfroturer dealars that the models above mentioned, are structurally identical to the approved Турс) 


ARABI 1 zur Baunmnaterpri етін Annex 1 of tha T T aren 
Nr. G0004471, vam 04.11.1999 No. d 7L. Date: 04,11,1009 
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Systembeschreibung 
(ysti desoripelon) 


Objeltbestandtetle /sheachreibung : Low power device for non public application in ISM frequency 
{componant nod description) bands; Trunsoei ver 


Pis uite : 4823,05 MHz - 434,79 МНЕ 
(Frequency range) 


Abstiimbereich 433,05 MHz - 434,79 Maz 
(аан range) 


Атай) det НЕ - Капле 
(maz. no. vf channel) 


Aquivaleats Strahlungoleistung 
(maximum effective radiated power - вар) 


Rotrisbaart 

(modes nf operation) 
Sendeart 

(clase of emisuiam) 
Antennemert 
(тила) 


Spamungsverootgung : 6V DC (battery) 
(power japtily) 


Temperaturbereieh : -10°б.+45°С 
(extremes temperature risgt) 


Ells 


ELECTRONIC TECHNOLOGY SYSTEMS 
DR. GENZ GMBH 


COMPETENT BODY / ACCREDITED TEST HOUSE 


EC DECLARATION OF CONFORMITY 


lhis certifies that the following designated product 


LPD BATTERY CHARGER 
MODEL NO. : JCC-400 


(Product identification) 


complices with the essential protection requirements of Council Directive 89/336/EEC on the 
approximation of the laws of the Member States relating to electromagnetic compatibility. 

Гһіѕ declaration applies to all specimens manufactured in accordance with the attached 
manufacturing drawings which form part of this declaration. 

Assessment. of compliance of the product with the requirements relating to electromagnetic 
compatibility was based on the following standards: 


EN 50081-1 /1992: ЕМ 55022, EN 61000-3-2/-3 
EN 50082-1 /1997: ЕМ 55024 (EN 61000-4-2/-3/-4/-5/-6/-8/-11, ENV 50204) 


(Identification of regulations / standards) 


This declaration is the responsibility of the manufacturer / importer 


J COMMUNICATIONS CO., LTD. 
#715 YUCHUN FACTOPIA, 196, ANYANG 7-DONG, MANAN-KU , 
ANYANG-CITY, KYUNGKI-DO, 430-017, KOREA 


(Name / Address) 


CE [ages 


Tius DOC I8 ONLY VALID IN CONNECTION WITH TEST REPORT NUMBER : G5M19906-0014-E-16 
MANUFACTURER / IMPORTER TEST LABORATORY 


This is the result of test, that was carried out from the 
submitted type-samples of a product in conformity with 

the specification of the respective standards. 

The certificate holder has the right to fix the CE-mark for 
EMC on the product complying with the inspection sample. 


July 23, 1999 


(Date) (Date) 
Ce à C e &- 
C 
(Surname, forename) Dr. Genz 
(Company stamp) (Company stamp) 


ELECTRONIC TECHNOLOGY Systems Dr. GENZ Gopi 
Siorkowrg SURASSE Mc, D 15526 REICHENWALDE R BERLIN, GERMANY, PHONE + 49-33631 -88800 Fax + 49-33631 88866 
3363 -33631-88866 


